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GSI 12013-805209 


PHOTO ILLUSTRATION 



GSI REPORT OF AUTHENTICITY 

Report#: 12014805209 Date: 5/14/2014 


Shape/Cut: 

Measurements: 

Weight: 

Color: 

Clarity: 

Polish/Symmetry: 

Treatment: 


MARQUISE BRILLIANT 
9.16x5.05x3.54 MM 
1.00 CT(S) 
NEAR COLORLESS(G) 
SI2 

GOOD/GOOD 

NONE 


Description: ONE NATURAL DIAMOND DESCRIBED IN DETAIL ABOVE. 
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248-244-0600 and ask for Tim. 




